19970705.ba ba-por01.539 ba-por01.540 

>1539 

>From owner-boatanchors@sco.theporch.com Fri Jul 4 00:03 CDT 1997 
>Received: from sco.theporch.com (sco.theporch.com [207.234.31.38]) 
> by uro.theporch.com (8.8.6/A-UX-3.1.1) with ESMTP id AAA22987 
> for <SHIMSHON@URO.THEPORCH.COM>; Fri, 4 Jul 1997 00:03:11 -0500 (CDT) 
>Received: from sco.theporch.com (localhost [127.0.0.1]) 

> by sco.theporch.com (8.8.6/SCO-5.0.2) with SMTP id FAA19552; 

> Fri, 4 Jul 1997 05:02:42 GMT 

>Message-Id: <199707040502.FAA19552@sco.theporch. com> 

>Date: Fri, 4 Jul 1997 00:02:42 CDT 

>Sender: owner-boatanchors@theporch.com 

>From: boatanchors@theporch.com 

>To: Old Tube Radios <boatanchors@sco.theporch. com> 

>Subject: BOATANCHORS digest 1539 

>Mime-Version: 1.0 

>Content-Type: multipart/mixed; boundary="-- 
__ListProc__NextPart__867992370433996185" 

>X-Listprocessor-Version: 8.1 -- ListProcessor(tm) by CREN 

>Status: 0 


BOATANCHORS Digest 1539 
Topics covered in this issue include: 


1) RE: 
by Ed Sieb <esieb@gmsiworld.com> 
2) Bandswitching Globe King 400 
by RS2BK@aol.com 
3) OD3 - Happy Ending 
by Harry Vaught <hvaught@worldnet.att.net> 
4) Ooops, part II 
by Ed Sieb <esieb@gmsiworld.com> 
5) Manuals 
by Mike Sewell <KOCRX@compuserve.com> 
6) My $400 Fair Radio R-390A 
by Lee Blaske <lblaske@pclink. com> 
7) HRO-60 Input transformer to Xstal filter Needed 
by Bob Login <jlogin@gville.mindspring.com> 
8) 
by marty@aa4rm.radio.org (locale for Marty Reynolds) 
9) RE: R390A / Trimpot BFO 
by "Bryan A. Stephens" <mail08458@pop.net> 
10) Re: WW2 headset cushions 
by "Ray L. Mote" <rmote@rain.org> 
11) RE: R390A at the Cryptologic Museum 
by James True <n5arw@ibm.net> 
12) Re: 6L6 UP(side dn) & RUNNING 


by Bob Roehrig <broehrig@admin. aurora. edu> 
13) OD3 - Happy Ending 
by Harry Vaught <hvaught@worldnet.att.net> 
14) RBM Parts needed 
by Jack Antonio <dia@intercomm. com> 
15) Xtals 
by "Lloyd A. Scott, Jr." <wpul1130@concentric.net> 
16) The Queen Uses Amateur Radio 
by Jerry Proc <hrc@sympatico.ca> 


Date: Thu, 3 Jul 1997 17:11:01 -0400 

From: Ed Sieb <esieb@gmsiworld.com> 

To: "'JOHN SEHRING'" <JOHN_SEHRING. parti@ecunet.org> 
Cc: "'BoatAnchors'" <boatanchors@sco.theporch.com> 
Subject: RE: 

Message-ID: <Q1BC87D4.160564CO0@dstephen. gmsiworld.com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
Content-Transfer-Encoding: 7bit 


Say, didn't B&W buy out Waters, years ago? 


From: JOHN SEHRING[SMTP: JOHN_SEHRING.parti@ecunet.org] 

Sent: Thursday, July 03, 1997 7:29 AM 

To: Old Tube Radios 

To: boatanchors@theporch.com 

This is a long shot but... 

I have a Waters Model 346 ‘Nuverter' (it uses Nuvisters) 6- and 2-m VHF 
receiving converter. It's designed & styled to match the Collins S-Line & 
KWM-2. 

I have installation & operating instructions for it, 6 pages, marked 
“M-A346-3, June 1965'. But there are no alignment instructions in it, it 
just says to return the unit to the factory for alignment. Ha! 


Might anybody have alignment info of this unit. Thanx. 


-John Sehring (Thu, Jul 3, 1997 9:03 am MT @Baker, Montana) UCC WB2EQG 


Date: Thu, 3 Jul 1997 17:10:51 -0400 (EDT) 

From: RS2BK@aol.com 

To: boatanchors@sco.theporch.com 

Subject: Bandswitching Globe King 400 

Message-ID: <970703171050_-360047462@emout02.mail.aol.com> 


For sale: A band switching Globe King 400. This was a special order 
transmitter form the World Radio Labs shop around 1949 or 1950. It includes 
the power supply, modulator deck, switch panel, 3 RF decks and antenna tuner 
at the top, all in a 5 and a half toot rack on wheels. The band switching was 
all done with relays (hence, the switch panel). This unit is complete with 
all tubes (6 V70'ds) and 3 sets of coils for 160, 80, 40 meters.The power 
supply has been restored, the other decks need attention.This transmitter is 
very restorable. If your looking for something unique, this is it. I have 
pictures for those interested. e-mail me at rs2bk@aol.com or call 309 799 
7447 ask for Jim. 


Date: Thu, 03 Jul 1997 17:48:29 -0700 

From: Harry Vaught <hvaught@worldnet.att.net> 
To: Boatanchors <boatanchors@theporch.com> 
Subject: OD3 - Happy Ending 

Message-ID: <33BC485D.49FB@worldnet.att.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Gang, 


At the suggestion of one of the respondents to my OD3 story, I checked 
the components in the 0D3's area and found (obvious to the naked eye) a 
shorted .05 mfd cap. Replacing this lit the 0D3 back up and 
everything's ok. 


Thanks again to the many folks who offered tubes and comfort during this 
crisis. 


Regards, 


Harry, KT4AE 


Harry Vaught, KT4AE 
Lawrenceville, Georgia 
hvaught@worldnet.att.net 


Date: Thu, 3 Jul 1997 18:31:29 -0400 

From: Ed Sieb <esieb@gmsiworld.com> 

To: "'BoatAnchors'" <boatanchors@sco.theporch.com> 
Subject: Ooops, part II 

Message-ID: <Q1BC87DF.53EF9COO0@dstephen. gmsiworld.com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
Content-Transfer-Encoding: quoted-printable 


I tell ya, some days it doesn't pay to get outta bed! 

Please excuse the excessive bandwidth of my last posting (re: Waters). I = 
accidentally clicked on <send> before editing out the quoted message. 

I dunno... never had these kinda problems with my ‘ol model 33 back on = 
the 'ol TWX circuits! :) 


73, de Ed VA3ES/VE2BAQ (that's Boat Anchor Quality) 
Ed Sieb, VA3ES - VE2SS - VE2BAQ 

P. O. Box 8377, Ottawa Terminal 

Ottawa, Ontario, =20 

K1G 3H8 CANADA 

613-738-8924 (H) 

613-599-5161 (W)=09 

esieb@gmsiworld.com 


AMI # 529 - Canadian Division Director =09 
QCWA # 28666 Life Member 
AWA Member 


Net Manager - Canadian Boat Anchor Net (3745 Kcs) 


Date: Thu, 3 Jul 1997 18:56:27 -0400 

From: Mike Sewell <KOCRX@compuserve.com> 

To: BOATANCHORS <boatanchors@theporch.com> 

Subject: Manuals 

Message-ID: <199707031856_MC2-19C9-8A07@compuserve. com> 
MIME-Version: 1.0 

Content-Transfer-Encoding: quoted-printable 
Content-Type: text/plain; charset=IS0-8859-1 
Content-Disposition: inline 


FWIW, I also purchased two manuals from W7FG a while ago explaining that = 


I 

was a radio collector! The manuals arrived with unreadable schematics. = 
I 

returned them for a partial refund. No more W7FG manuals here. 


Mike Tannenbaum is a good guy to do business with. HI Manuals is excelle= 
nt 

(but, pricey). I've also had good luck with some of the smaller operatio= 
ns 

like Pete Markavage and DSM (they both advertise in ER). 


I also SELL manuals. They are excellent photocopies of ORGINAL manuals. = 
I 
will NOT distribute a copy of a copy and I hope others respect my manuals= 


in the same manner. 


73, Mike 
K @ Collects Radios eXclusively/WPEOCFK 


Date: Thu, 3 Jul 1997 18:14:49 -0500 

From: Lee Blaske <lblaske@pclink.com> 

To: boatanchors@theporch.com 

Subject: My $400 Fair Radio R-390A 

Message-ID: <vQ3007802afe1db70877c@[206.11.0.69]> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


The UPS guy just showed up with my $400 Fair Radio R-390A (from the back 
cover). AS a side note, I've always had good luck with UPS. My local 
delivery guy is really good, and even brings dog biscuits for my two Welsh 
Corgis. I think Flipper, my four year old Corgi would like to jump in the 
truck and go with him on his route. He's convinced the truck must be full 
of biscuits. 


I was keeping my fingers crossed on this unit, and I lucked out. The $400 
ones are totally complete with meters and covers. When I ordered it, I 
asked them what kind of condition they were in and was told they were 
basically in good shape with a few dings and nicks. As usual, I told them 
to pick out the nicest one for me... AND THEY DID! 


With the exception of a slight nick on the top edge of the front panel 
(which will not be seen when it's racked up), mine is perfect. It's got 
everything, including the front plate indicating it was made by "Amelco." 
There's no yellow stripe or other blemish. Of course, it has a very slight 
patina of grime that you'd expect from something of this vintage, but in 


general, it's quite clean. It is definitely not a fixer upper. 


Needless to say, I'm really HAPPY!! Bringing one of the $125 units back to 
life would certainly be fun and rewarding, but I doubt I'd be able to find 
the time to do it. I also heard that reproduction covers cost $80 each, so 
I figured by the time I added those I'd be fairly close to $400, and the 
meters (if I could find them at all) would put me over. 


(The notice about these $400 complete units is kind of hidden on the back 
page underneath the description of the $125 units that were left outside.) 


I was tempted to not even open the box and send it directly to Miltronix or 
some other refurbisher, but I don't think I'll have to. A little clean up, 
some de-oxit on the switches, some Cailube in the pots, check the tubes, 
and I should be all set. The tuning mechanism seems very smooth. 


I've seen people mention that they've used WD-40 on the gears. Is this a 
good idea, or is there some better way to handle this? Any other 
preventative maintenance tips would be appreciated. 


I love Fair Radio! 
73, 


Lee Blaske NOIZ 


Date: Thu, 03 Jul 1997 19:28:37 -0400 

From: Bob Login <jlogin@gville.mindspring.com> 

To: boatanchors@sco.theporch.com 

Subject: HRO-60 Input transformer to Xstal filter Needed 
Message-ID: <199707032337.TAA14725@brickbat9.mindspring.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi Fellow BA's--I have been diligently working on a HRO-60 that followed me 
home from Dayton. 

The fellow that sold it to me gave a fair description of its problem an I 
certainly understood the risk in 

buying a sick radio. Well after much study I discovered that the L-17 in the 
2nd conv had an open coil. 

Took this can out and tested the coil and again no continuity. Also found 
that the input transformer to the 

xstal filter also showed no continuity. Because of this open circuit, no B+ 
was on the 2nd conv. Took both 


cans out of the rx. Both had honeycomb litz wire coils. Needless to say, if 
the break is at the end of the winding your screwed! In the L-17 case the 
break was in the top windings of the coil and I was able to 

reconnect the winding and it seemed ok. The input transformer to the xstal 
filter however didn't go very well 

when I noticed that the bottom lead the one you cann't get to unless you 
unwind the coil was broken flush with the winding. I decided to strip it off 
and to rewind a coil with #32magnet wire and of course I just guessed at the 
number of turns. It turned out to be a jury rig but neat job but so what. 
Put it all back together and it worked. I don't think I have 100% recovery 
but the 60 seems to be working pretty well. 


Obviously I would like to find a replacement for the coil--input transformer 
to the xstal filter. It's the one 

on the top of that enclosure and has two windings on a slug tuned creamic 
form. Please let me know if someone out there has a parts rx or that part 
somehow. In the mean time I am determinig how well the rx 

is working with the present repair. 

Tnx and 73's Bob AA8A 


Date: Thu, 3 Jul 1997 19:46:15 -0400 

From: marty@aa4xrm.radio.org (locale for Marty Reynolds) 
Message-ID: <199707032346.TAAQ5503@aa4xrm> 

Content-Type: text 


I have an RA 17 with the treatment & it was used @ the FCC monitoring post 
in Powder Springs, GA. 


According to K4UT there was a sig gen with 10 hkz increments that was 
substituted for the xtal calibrator. The 10T dial was 1khz / turn & 
was used to closely calibrate incoming sig.s 


Might be the '390A answer 


MR, ex 'RM 


Date: Thu, 3 Jul 1997 20:04:34 -0400 

From: "Bryan A. Stephens" <mail08458@pop.net> 

To: "'boatanchors@theporch.com'" <boatanchors@theporch.com> 
Subject: RE: R390A / Trimpot BFO 


Message-ID: <0Q1BC87EC.55B220A0@1Cust123 .Max3.Washington2.DC.MS.UU.NET> 


Actually, the 'thingy' on my 390A's BFO is a digital vernier with stops at 
750 and 090 (340 steps stop-to-stop, w/about 100 steps/turn). It was 
purchased from an outfit in Memphis in the late eighties, and had been 
checked at a shop that serviced FAA equipment (paper tag). The whole 
receiver is ‘very Collins'. I have always assumed that this was a factory 
option installed in 390A's destined for a specialized application. Other 
390A's I've seen with the same order no. have not had the vernier. I've 
seen a couple of 390A's from later contracts with a similar vernier on the 
BFO, but both appeared to be retrofits. 


Bryan Stephens 
mail08458@pop.net 


>I have an RA 17 with the treatment & it was used @ the 
> FCC monitoring post in Powder Springs, GA. 


Date: Thu, 3 Jul 1997 17:04:58 -0700 (PDT) 

From: "Ray L. Mote" <rmote@rain.org> 

To: Boatanchors <boatanchors@sco.theporch. com> 

Cc: gkatz@motown.1lmco.com 

Subject: Re: WW2 headset cushions 

Message-ID: <Pine.SUN.3.96.970703165158 .14706E -100000@coyote.rain.org> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


The ANB-H-1 (as well as the R-18) elements will accept the Signal Corps 
M-301 and Navy NAF-48490-1 chamois cushions, as well as the MX-41 
two-layer foam rubber, and the MC-162A plain (thin) rubber cushions. 
The trick on the chamois jobs is to use thin film of soapy water inside 
the cushion (just a *littlex !!), then grasp the cushion in one hand 
and exert pressure so that the "circle" for the headset becomes an oval 
with the long axis running top to bottom. (Poor explanation, but the 
thing xwillx open up when you squeeze the front and rear edges together 
on the side that fits against the head, leaving the area where the 
element fits open to insert one edge.) Then you have to fool around 
with something fairly slick and with no sharp edges to work the rubber 
lips over the edge of the element the rest of the way around the 
circle. The Fair Radio M-301's don't have the neat slot cut in the 
rubber to relieve the strain on the element leads, but the Navy version 
does have that slot. A similar soapy-water trick should work with the 


MX-41 cushions. The simpler MC-162A cushions are a snap to put on. If 
you use a small screwdriver to work the lips over the element, be 
prepared to ruin a good cushion. Try to find something else without 
that sharp tip, or be vewy, vewy careful!! :) 


There were undoubtedly other cushions (and other methods), but these 
are the ones I know about. As for what fits the HS-16, I really don't 
know. Have never seen ‘em with cushions of any type. 


73....Ray Mote, K5FKT <xrmote@rain.org> Oxnard, CA 


Date: Thu, 3 Jul 1997 20:17:00 CST 

From: James True <n5arw@ibm.net> 

To: boatanchors@sco.theporch.com 

Subject: RE: R390A at the Cryptologic Museum 
Message-ID: <199707040116.BAA101240@out1.ibm.net> 


My Collins R-390A also has such a knob. It is from Order 8719-P-55 
s/n 4765. I am its nth owner, so do not know if it original or not. Was this 
order intended for digital service (FSK) perhaps? 


> I've got a Collin R-390A w/10-turn pot. Looks like it's factory original. Don't 
know where or how the receiver was used. 


Order 8719-P-55 
Serial No. 3483 


>BFO shaft (like the ones on Bournes 10 turn pots). I remember 
>someone talking about an R390A with a 10 turn BFO knob, but could 
>not find it in my archives. The meters looked like they'd glow. 


VVVVV VV 


James True N5ARW EMail: james.true@ibm.net 
P.O. Box 13280 Voice: 501-851-8783 
Maumelle, AR 72113 Fax: 501-851-8784 


Date: Thu, 3 Jul 1997 20:32:19 -0500 (CDT) 
From: Bob Roehrig <broehrig@admin.aurora.edu> 
To: "Roberta J. Barmore" <rbarmore@indy.net> 


Cc: Old Tube Radios <boatanchors@sco.theporch.com> 

Subject: Re: 6L6 UP(side dn) & RUNNING 

Message-ID: <Pine.ULT.3.96.970703202115.7657B-100000@admin. aurora. edu> 
Mime-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


On Tue, 1 Jul 1997, Roberta J. Barmore wrote: 


VV VVV VV VV NV 


VVV Vv 


They've shown you too many Thermos bottles, I fear. A vacuum doesn't 
conduct heat very well, true; but it's not much of a barrier to *xradiatedx 
heat 


And that's why air--or, rarely, water--can cool an internal-anode tube. 
The heat radiates out to the envelope, heating it up (a lot) and heating 
up the surrounding air or water (some). Run cool air (or water) over the 
envelope, and you carry the heat away. Is it efficient? Nope! What it 
is, is better than just letting the thing sit there in a puddle of heated 
air that only escapes by convection (the hot air rises). 


But back to the puddle. Water is a good conductor of heat. If you 
could make the envelope of a 6L6 the size of a quart paint can--while 
still keeping it close to the anode--it'd increase the available plate 
dissapation remarkably! 


Bobbi & all - thanks for all your explanations. I guess I could say 
"I knew that". For one thing I was not thinking of a metal 

6L6 but a standard glass job. I really wonder how much difference 
blowing air across a glass tube, like a 6L6G would make at lowering 
the temp of the anode. Where the plate lead exits the tube, as ina 


4- 


400, and you use a finned plate cap it would make some difference 


but even there, I believe, the purpose is to keep the glass/metal 
seals cool. 


One time in my BC days, I had a stupid boss who, for some reason, 
reconnected the transmitter blower from the original circuit 

to toggle switch. AS I recall, unless there was air flow, you could 

not fire up the final stage (pair of 4-400's). But he had bypassed that 
feature. Well, one early AM after a late nite on the town, I came in 
and fired up the rig, forgetting to turn on the blower. It ran for 


6 


hours before it was noticed - he almost fired me because I forgot 


to turn on the air. Those tubes were running at 3825 volts @ 325ma 
on FM. They usually ran yellow - not red. But these guys took the abuse 
just fine. 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 


Date: Thu, 03 Jul 1997 20:57:51 -0700 

From: Harry Vaught <hvaught@worldnet.att.net> 
To: Boatanchors <boatanchors@theporch. com> 
Subject: OD3 - Happy Ending 

Message-ID: <33BC74BF.6571@worldnet.att.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Gang, 


At the suggestion of one of the respondents to my 0D3 story, I checked 
the components in the 0D3's area and found (obvious to the naked eye) a 
shorted .05 mfd cap. Replacing this lit the 0D3 back up and 
everything's ok. 


Thanks again to the many folks who offered tubes and comfort during this 
crisis. 


Regards, 


Harry, KT4AE 

Harry Vaught, KT4AE 
Lawrenceville, Georgia 
hvaught@worldnet.att.net 


Harry, KT4AE 


Harry Vaught, KT4AE 
Lawrenceville, Georgia 
hvaught@worldnet.att.net 


Date: Thu, 03 Jul 1997 19:10:39 -0700 
From: Jack Antonio <dia@intercomm.com> 

To: boatanchors@sco.theporch.com 

Subject: RBM Parts needed 

Message-ID: <33BC5B9F.650C@intercomm. com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Happy 4th to all! 


I am looking for some parts to finish off my RBM-5 and was wondering 
if anyone can help. 


I need a nameplate, cal chart assy, and top cover. 


I could use the original power connector -IF- I can find the mating 
cable connector, if not the octal is working fine. 


I would like to find some APC caps for the rf cans-I need 4. I 

got some from Fair which both fit and work, but they look a little 
strange mechanically. ( I can't close the cover over the adjustment 
ports-enemy subs might be able to DF my position from the stray 
radiation! ) 


A non-working junker would be welcome as well. 


Thanks! 

Jack Antonio WA7DIA 
Reno, Nevada 
dia@intercomm.com 


Date: Thu, 03 Jul 1997 19:36:15 -0700 

From: "Lloyd A. Scott, Jr." <wpul1130@concentric.net> 
To: boatanchors@sco.theporch.com 

Subject: Xtals 

Message-ID: <33BC619F.7665@concentric.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Greetings all: Just purchaed some xtals (FT-2443) type and they are 
for the BC-1335. Some do not specify any set number all are low to 
mid HF freqs. Will they work in the AN/GRC-109? 

Any information will be appreciated. Thanks in advance 

Lloyd 


Date: Thu, 3 Jul 1997 22:56:49 -0400 (EDT) 

From: Jerry Proc <hrc@sympatico.ca> 

To: boatanchors@theporch.com 

Subject: The Queen Uses Amateur Radio 

Message-ID: <199707040256.WAA15497@smtp1.sympatico.ca> 
Mime-Version: 1.0 


Content-Type: text/plain; charset="us-ascii" 
Dear BA'ers, 


I'm forwarding this message from Radio Amateurs of Canada as I think it 
might a large audience appeal. 


THE QUEEN IN ST. JOHN'S. 


St. John's, Newfoundland, Canada was once again the site of a communications 
first when Her Majesty Queen Elizabeth II transmitted a brief message, via 
Amateur radio, to the people of the UK. This is the 

first time a reigning British Monarch has transmitted via the 

Amateur service. 


On Wednesday, June 25th, 1997 the Society of Newfoundland Radio 
Amateurs (SONRA) arranged the transmission between VO500JC, at Cabot 
Tower in St. John's, to GB500JC, in Bristol UK in order for the Queen 
to make a brief transmission. Operators Paul J. Piercey VO1HE, 
President of SONRA, and Dan Goodwin VO1MX assisted Her Majesty on the 
Canadian side and Martyn Phillips G3RFX, assisted by Cyril Chapman 
G2HDR and Robin Thompson G3TKF, was on hand in Bristol to respond on 
behalf of the people of Great Britain. 


Band conditions before the event were quite poor on 20M and it was 
not known if the contact would be made. 45 minutes before Her Majesty 
arrived at the site, the Bristol station was quite low in signal 
strength and audio quality during testing. Once the Queen began her 
transmission, however, it was almost as if the path opened up and, 

at 1801 UTC, the contact was made. Martyn's response was quite loud, 
despite the poor conditions. 


The Queen's message was as follows: 


"I am speaking to you from Signal Hill National Historic Site, where 
Guglielmo Marconi received the first trans-Atlantic radio message. I am 
happy to know that Newfoundland and Labrador are still in the 

forefront of the communications industry, and are working closely 

with other leaders in this field across the Atlantic." 


On the Canadian side, the equipment used was a Kenwood TS-850 SAT, a 
Heathkit SB-200 amplifier running approximately 400 Watts and a 
simple wire dipole cut for 20 Meters about 20 feet above the Powder 
Magazine, an out-building which served as the shack. The UK group, 
operating from Martyn's home, used a Kenwood TS-950 SDX into a 
Linear Amp UK amplifier with 400 Watts output and a 3 element 
tri-band beam at 60 feet. 


Signal Hill, in St. John's, is no stranger to communications or to 
historical firsts in communications. Used as a signalling post to 
announce approaching ships to St. John's merchants, it was also the 
site where Guglielmo Marconi received the first wireless 
transatlantic signal on December 12th, 1901. SONRA is planning to 
host a celebration to mark the 100th anniversary of that historic 
event in December 2001. 

Regards, 

Jerry Proc VE3FAB 

HMCS HAIDA Naval Museum, Toronto 

hrc@sympatico.ca 

Web: www3.sympatico.ca/hrc/haida 


End of BOATANCHORS Digest 1539 


KAKKKK KKK KKK KIKI KKK AKI AKER KKK 
>1540 

>From owner-boatanchors@sco.theporch.com Fri Jul 4 19:28 CDT 1997 
>Received: from sco.theporch.com (sco.theporch.com [207.234.31.38]) 

> by uro.theporch.com (8.8.6/A-UX-3.1.1) with ESMTP id TAA24235 

> for <SHIMSHON@URO.THEPORCH.COM>; Fri, 4 Jul 1997 19:28:35 -0500 (CDT) 
>Received: from sco.theporch.com (localhost [127.0.0.1]) 

> by sco.theporch.com (8.8.6/SCO-5.0.2) with SMTP id AAA11786; 

> Sat, 5 Jul 1997 00:27:23 GMT 

>Message-Id: <199707050027 .AAA11786@sco.theporch. com> 

>Date: Fri, 4 Jul 1997 19:27:23 CDT 

>Sender: owner-boatanchors@theporch.com 

>From: boatanchors@theporch.com 

>To: Old Tube Radios <boatanchors@sco.theporch.com> 

>Subject: BOATANCHORS digest 1540 

>Mime-Version: 1.0 

>Content-Type: multipart/mixed; boundary="-- 
__ListProc__NextPart__868062411434031205" 

>X-Listprocessor-Version: 8.1 -- ListProcessor(tm) by CREN 

>Status: 0 


BOATANCHORS Digest 1540 
Topics covered in this issue include: 
1) Re: coaxial antenna relays - source 
by w7ni@teleport.com (Stan Griffiths) 


2) Re: Xtals 
by Ken Gordon <keng@uidaho.edu> 


3) 
4) 
5) 
6) 
7) 
8) 
9) 
10) 
11) 
12) 
13) 
14) 
15) 
16) 
17) 
18) 
19) 
20) 
21) 
22) 
23) 
24) 
25) 


26) 


WTB: alignment tools 

by eb5agv@ctv.es 

@D3 - Happy Ending 

by Harry Vaught <hvaught@worldnet.att.net> 
WTB: manual for heath hw2036a 

by bgraham@tecnet1.jcte.jcs.mil 

Can you ID this? 

by "Lawrence R. Ware" <lrware@pipeline. com> 
R-390s and spectrum displays 

by "Terry O'Laughlin" <terryo@wort-fm.terracom.net> 
SX-28A Resistor Values 

by "James R. Binkley" <w4aos@his.com> 
Manuals, schematics and copies 

by "Lawrence R. Ware" <lrware@pipeline.com> 
Re: Can you... YES 

by marty@aa4rm.radio.org (locale for Marty Reynolds) 
Micrometer R390 BFO dials 

by marty@aa4rm.radio.org (locale for Marty Reynolds) 
R390 A misc 

by Ronnie Hull <w5sum@ms1.nwla.com> 

WTB Heathkit HX-30,HA-20 

by "Richard A. George" <wa6jox@rain.org> 

FS: Hallicrafters SX-101 Mark 2 

by provero@connix.com 

did I get back? 

by leeboo@ct.net (Leon Wiltsey) 

Re: 

by Ed Tanton <n4xy@bellsouth.net> 

Schaumburg, IL local trade 

by stevenn@ix.netcom.com (Steve M Fried) 

WTD: HG-10 

by "Joseph W. Pinner" <kc5ijd@net-connect.net> 
Audio transformers and History 

by "Herbert M. Rosenthal" <herbrose@lobo.net> 
10 turn pots for the R390A's 

by "Allan Fritsche" <fritsche@msn.com> 

Manual Thiefs 

by "Allan Fritsche" <fritsche@msn.com> 

Globe Scout's missing inductor; free book 

by Jeffrey Herman <jeffreyh@hawaii.edu> 

Off Topic: for Military Aircraft People! 

by tomrice@netcom.com (Tom R. Rice) 

weekend activity? 

by tomrice@netcom.com (Tom R. Rice) 

6AG7-Y used as a 6V6? 

by Jeffrey Herman <jeffreyh@hawaii.edu> 

RE: coaxial antenna relays - source 

by Ed Sieb <esieb@gmsiworld.com> 


27) RE: coaxial antenna relays - source, OOps, Pt III... 
by Ed Sieb <esieb@gmsiworld.com> 

28) FS: Drake AC-3, AC-4,RV-4,MS-4 
by sbrovas <sbrovas@tir.com> 

29) FS:Drake TR-4, AC-4,MS-4 
by sbrovas <sbrovas@tir.com> 


Date: Thu, 3 Jul 1997 22:04:31 -0700 (PDT) 

From: w7ni@teleport.com (Stan Griffiths) 

To: stevenn@ix.netcom.com 

Cc: boatanchors@theporch.com 

Subject: Re: coaxial antenna relays - source 
Message-ID: <199707040504 .WAA21206@kim.teleport.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


>Hi BA Fans: 

> 

>Please, where is a good source of Advance antenna relays or 
>Dow Key antenna relays with the standard S0239 (amphenal 831SP) 
>connectors and 110vac coil? (The type we all used for our 
>boat anchors when they just were called transmitters and 
>receivers) 

> 

>Thanks 

> 

>Steve K2PTS 

>Schaumburg, IL 

> 

> 


Try Allied Radio. They are on page 567 of Catalog #956. You can get the 

standard old S0239 coax relay with 110 vac coil and external contacts for 

only $234.60. Then, after you recover from that, try local ham radio swap 
meets for a used one which you can usually find for $10-$20. 


Stan w7ni@teleport.com 


Date: Fri, 4 Jul 1997 00:33:03 -0700 (PDT) 

From: Ken Gordon <keng@uidaho.edu> 

To: "Lloyd A. Scott, Jr." <wpul1130@concentric.net> 
Cc: Old Tube Radios <boatanchors@sco.theporch.com> 
Subject: Re: Xtals 


Message-ID: <Pine.BSF.3.95.970704003130.24250C -100000@piobaire.mines.uidaho.edu> 
MIME-Version: 1.0 
Content-Type: TEXT/PLAIN; charset=US-ASCII 


On Thu, 3 Jul 1997, Lloyd A. Scott, Jr. wrote: 


Greetings all: Just purchaed some xtals (FT-2443) type and they are 
for the BC-1335. Some do not specify any set number all are low to 
mid HF freqs. Will they work in the AN/GRC-109? 

Any information will be appreciated. Thanks in advance 


VVV NV 


The AN/GRC-109 will take any crystal which is a fundamental, 1/2, or 1/3 
the desired operating frequency. 


Ken W7EKB 


Date: Fri, 04 Jul 1997 12:26:55 +0200 

From: eb5agv@ctv.es 

To: boatanchors@sco.theporch.com 

Cc: BAswaplist@foothill.net 

Subject: WTB: alignment tools 

Message-ID: <3.0.1.32.19970704122655 .006cd320@192.168.0.1> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi gang! 


I would like to buy a complete set of alignment tools, in order to align IF 
cans, variable capacitors and so on. Specially interested in tools suitable 
for SP-600, R-390A, R-388, Collins S-line. Any information on where to find 
such tools, would be also welcomed. 


Thanks and best regards!. 


JOSE 


73 JOSE V. GAVILA (EB5AGV / EC5AAU) 
Ausias March 46, 15 
46910 Benetusser - VALENCIA 
SPAIN 


*kkk* PLEASE, VISIT MY HOME PAGE! xxxxx 


http://www. geocities.com/SiliconValley/6992/ 
e-mail: eb5agv@ctv.es & eb5agv@amsat.org 


Date: Fri, 04 Jul 1997 08:24:59 -0700 

From: Harry Vaught <hvaught@worldnet.att.net> 
To: Boatanchors <boatanchors@theporch.com> 
Subject: OD3 - Happy Ending 

Message-ID: <33BD15CB.4AF2@worldnet.att.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Gang, 


At the suggestion of one of the respondents to my OD3 story, I checked 
the components in the 0D3's area and found a suspiciously oily looking 
cap which turned out to be shorted. Replacing this lit the OD3 back up 
and everything's ok. 


Thanks again to the many folks who offered tubes and comfort during this 
crisis. 


Regards, 


Harry, KT4AE 

Harry Vaught, KT4AE 
Lawrenceville, Georgia 
hvaught@worldnet.att.net 


Date: Fri, 4 Jul 97 08:27:39 EDT 

From: bgraham@tecnet1.jcte.jcs.mil 

To: heath@listserv.tempe.gov, boatanchors@theporch.com, 
baswaplist@foothill.net 

Subject: WTB: manual for heath hw2036a 

Message-ID: <199707041233 .MAA27232@sco.theporch. com> 


Gang, I need a manual for a heath HW-2036A (well it is OLD enough 
to be a BA even if it doesn't have tubes in it!) 


W7FG, from whom I usually buy them if I have to has only a 


partial manual but since this one doesn't work and looks 
like someone may have made changes I'm gonna need the 
complete manual. 


Anyone have one I could copy and send back or?? 


Failing that who has Hi manuals latest catalog and 
can tell me if he has one and his price? I think the 
latest version is "N". 


tnks es 73 
Bill 


N5LMX/DALWG 
http://www. geocities.com/Tokyo/Towers/7827 


Date: Fri, 04 Jul 1997 08:48:41 +0000 

From: "Lawrence R. Ware" <lrware@pipeline.com> 

To: boatanchors@sco.theporch.com 

Subject: Can you ID this? 

Message-ID: <3.0.32.19970704084535 .0068e460@pop. pipeline. com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Hi folks, a trip to the local mil surplus junkyard yesterday produced 
a homebrew oscillator of some sort. I bought it for $5 because it 
included three large ceramic forms coils which I thought might be 

of use.... Also had one of the largest darn air variable caps I've 
ever seen! Plate spacing on the thing is about .25"! Must be good 

for a couple of KV or better. But I digress... 


Mounted in the middle of this thing was what appears to be some 
kind of LF command set. Black face plate, labeled: 

Low Frequency Tuning, with coarse and fine "corrector" controls. 
The coarse is a switch with 5 stops labeled 200, 262, 355, 475, 
695, 1035, and 1500. The fine is a neat multiturn spinner. 

Has a JAN 1625 in it and appears to be permeability tuned. 

Also has a large "F" and a large "G" on the face plate. 

Kinda looks Collins, but I'm not sure. 


OK mil collector buffs, what is it? Should it be saved? Or is 
it parts? Dime a dozen? Or made of unobtainium? 


-Larry 


d## Larry's Home for Wayward Test Equipment & Old Radios (tm) 
d# Let your equipment retire in sunny central Florida. 

# Intensive Care, Private Bench Space, Frequent Use, 

d## Factory trained HP, Tek & Fluke Surgeon on staff. 

d## Good Home Guaranteed or double your junk back! 

d## lrware@pipeline.com - Orlando, FL - 


Date: Fri, 04 Jul 1997 10:14:30 -0500 

From: "Terry O'Laughlin" <terryo@wort-fm.terracom.net> 
To: boatanchors@theporch.com 

Subject: R-390s and spectrum displays 

Message-ID: <199707041514 .KAA16894@mendota.terracom.net> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


The Communication Electronics Inc. SM-8512 Signal Monitor was designed for 
use with the R-390 and R-390A. The SM-8512 sweeps 50kHz around a 455kHz IF. 
The factory shipped them with a modification kit for adapting the R-390 
series to the unit. I have never seen the kit, but I would guess that it was 
relatively simple like a minature BNC "T" and a cable for routing the 
connection between P-218 and J-218 to the IF out on the back panel maybe 
with a series coupling capacitor to minimize loading on the IF (for the 
R-390A. The R-390 would be full BNCs and P-226/J-226). 


The SM-8512 is not common, but they can be found for $100-200. 


The SM-8510 and SM-8511 are very similar except with 500kHz IFs for the 
R-388(A) or 515-1. Both units came with modification kits for those radios. 


73 Terry 0' WB9GVB 


Date: Fri, 04 Jul 1997 11:35:59 -0700 
From: "James R. Binkley" <w4aos@his.com> 
To: boatanchors@theporch.com 

Subject: SX-28A Resistor Values 
Message-ID: <33BD428F.4D07@his.com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Sorry to bring this subject up again, but I continue to be confused by 
this rx. It uses a switched set of resistors (by the bandswitch) to set 
the bias current for the first IF amplifier. I assume this is to manage 
the gain of the receiver from band to band. As I have posted before, I 
am in the process of checking the resistors and replacing those which 
have drifted too far up. 


My current quandry is with r26 which sets the first IF bias current on 
bands 3&5 (3.5-8 MHz and 11-21 MHz respectively). The parts list calls 
for 1.8k and the actual resistor installed is also 1.8k. However, the 
schematic calls for 1k. Now 1k vs 1.8 k is nearly a 2:1 difference. 

The resulting decrease in bias current will probably result in lower 
gain on bands 3&5 than would be obtained with a 1k resistor. I plan to 
leave the 1.8k which is presently in the rx as it is because I feel that 
the actual value is probably what should be there. 


I just wonder if anybody else has any experience with these types of 
anomolies on the receiver? My manual dates from 1944, maybe they were 
working so fast during the war that they didn't have a chance to correct 
all the errors, or to incorporate the latest changes into the 
documentation. 


Any other SX-28A owners out there who know what value of r26 is actually 
installed in their rx or have schematics newer than 1944? 


Bob w4aos@his.com 


Date: Fri, 04 Jul 1997 10:55:55 +0000 

From: "Lawrence R. Ware" <lrware@pipeline.com> 

To: boatanchors@sco.theporch.com 

Subject: Manuals, schematics and copies 

Message-ID: <3.0.32.19970704105513 .006b1398@pop.pipeline.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


At 14:36 07/03/1997 -0500, a thread continued: 

>on the subject of manuals: 

>>Doing this sort of thing is a dull and boring task, probably made 

>>more difficult from knowing that many list members will just send copies of 
>>their manuals and schematics for the cost of postage, or even free. 


Hummm, as a person well known for doing this, I'll inject a comment or 
three... 


>One thing I'd like to ask is if anyone feels bad that people send out 


>copies for free? 


Perhaps the guys selling photocopies do. Do I worry about that? Not 
when we are all breaking copyright law. I'm not making money 
at it. Others do. 


Copyrights xlivex a **xLONGx*x time, and even out of business firms 

like National and Hallicrafters copyrights live on. Someone bought the 
assets of the old company. They may not even know it, but copyrights 
are part of those assets. 


With still living companys like HP, Tektronix, Collins, (now Rockwell) 
Heath, SAMS, etc. xTheyx still own the copyrights. That they choose (so far) 
not to enforce them is besides the point. 


>I gladly send out manuals to folks that need them when I have them for two 
>reasons: First, many many people have sent me free manuals, and I like to 
>pass the good will along. (one big happy boatanchor family!) Second is 
>the low quality and high prices of commercial manuals. 


I send out xlotsx of copies. Usually free for the reason Ben does. I gets 
lots that way also. I buy them when I can't find them any other way. And 
I often pay good prices for original factory TEK, HP and Fluke manuals. 
Many of these things are just to darn big for anybody to copy. 


>I felt like a 

>sucker when I received a copy of the SX-24 manual from W7FG. It was poorly 
>copied from a poor original, and not worth the $16 or $18 I paid. (FWIW - 
>I later paid $25 for an original in almost perfect shape) 


I have bought many manuals from many places, I don't mind paying good 
money for originals, but $18 for a 15 page photocopy is absurd! 
Keep in mind these guys make copies the same way I do: 


Find an original -or- very good copy as your master. Photocopy this 
xoncex on a *good* machine. This becomes your *xworking* master, on 
standard 8.5 X 11 paper. Now every time you need another, into the auto- 
loader/feeder it goes. Select "sort" and the quantify you need. Come back 
in ten minutes, done deal. 


This lets me keep rare or hard to get originals in plastic binders on 
the shelf. I use copies on the workbench, First time you drop your 
soldering iron on, or spill Pepsi on an original, you will too. 


>In dealing with manual folks, there are two xshining*x exceptions: 
I second this on both sources... Great reproductions, and very fair 
prices... 


Let me close by saying I think the manual sellers have a place. 
Locating, sorting and selling originals is a valuable service. 
Providing photocopies may not be 100% legal, but is also a 
valuable service. 

Charging over $1 a page for them is not a service. 

It is price gouging which fuels the xbarter* market. 

Offer me a good copy at a good price, and I'll be happy to pay 
instead of getting a 15th gen unreadable copy for free. 

Charge me $18 for something no better than the free version, and 
guess which one I take every time! 


d## Larry's Home for Wayward Test Equipment & Old Radios (tm) 
# Let your equipment retire in sunny central Florida. 

# Intensive Care, Private Bench Space, Frequent Use, 

d## Factory trained HP, Tek & Fluke Surgeon on staff. 

d## Good Home Guaranteed or double your junk back! 

d## lrware@pipeline.com - Orlando, FL - 


Date: Fri, 4 Jul 1997 12:06:13 -0400 

From: marty@aa4xrm.radio.org (locale for Marty Reynolds) 
To: boatanchors@sco.theporch.com, lrware@pipeline.com 
Subject: Re: Can you... YES 

Message-ID: <199707041606 .MAAQ5941@aa4rm> 


I think it's the low freq. osc. module £m an ART13. 


It's a wonderful thing to own on Independence Day 


Date: Fri, 4 Jul 1997 12:10:15 -0400 

From: marty@aa4xrm.radio.org (locale for Marty Reynolds) 
To: boatanchors@sco.theporch.com 

Subject: Micrometer R390 BFO dials 

Message-ID: <199707041610 .MAA05950@aa4rm> 


I sent this out w/o a subject line yesterday & my deepest regrets 
to anyone who read it twice. 


It has a wonderful July 4th sentiment & I thot it'd be good to circulate 
it again 


>From owner-boatanchors@sco.theporch.com Thu Jul 3 19:49 EDT 1997 
Date: Thu, 3 Jul 1997 19:46:15 -0400 

From: marty@AA4RM.radio.org (locale for Marty Reynolds) 

To: Old Tube Radios <boatanchors@sco.theporch.com> 
X-Listprocessor-Version: 8.1 -- ListProcessor(tm) by CREN 


I have an RA 17 with the treatment & it was used @ the FCC monitoring post 
in Powder Springs, GA. 


According to K4UT there was a sig gen with 10 hkz increments that was 
substituted for the xtal calibrator. The 10T dial was 1khz / turn & 
was used to closely calibrate incoming sig.s 


Might be the '390A answer 


MR, ex 'RM 


Date: Fri, 4 Jul 1997 11:24:41 -0500 

From: Ronnie Hull <w5sum@ms1.nwla.com> 

To: boatanchors@theporch.com 

Cc: baswaplist@foothill.net 

Subject: R390 A misc 

Message-ID: <1.5.4.16.19970704102142 .08af548c@ms1.nwla.com> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


Howdy ya'll 


got an 390A in trade a few months ago, and havn't had time to much 
look at it yet. First, it need top and bottom covers of course ( 
where can I get them) and it is in need of a BFO knob. The nomen- 
clature tag is not quite large enough to cover where the original 
tag went, obviously this one has been subbed. The tags say collins 
but the only collins marked item inside is the PTO. Everything 
else, well, a lot of items, are marked stewart warner. 


this radio has audio, but only a faint hum.. doen's sound like 60 
cycle hum. One of the list member, may have been Phil, told me at 
hamcom that this could be a problem with burnt resistors under one 
of the modules. I can't remember which. any idea's fellers? 


this is a nice clean radio. Had a few handprint smudges and some 
grime on the front but it all came right off.. 


it has a pair of replacment meters from Rick Mish. 
the bandchange and frequency change systems work nice and smooth. 


Ronnie 


W5SUM 
Ronnie Hull 
3131 Meadow Parkway dr. 
Shreveport, La 71108 


10-10 # 2019 


Forget the Johnson 500, I'm looking for a 
Johnson Thunderbolt Amp... 


Date: Fri, 4 Jul 1997 09:31:06 -0700 (PDT) 

From: "Richard A. George" <wa6jox@rain.org> 

To: boatanchors <boatanchors@theporch.com> 

Subject: WTB Heathkit HX-30,HA-20 

Message-ID: <Pine.SUN.3.96.970704092826.15628B -100000@coyote.rain.org> 
MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


Will pay fair price for a clean HX-30 and HA-20 Heathkit. Please reply 
e_mail direct state condition and price including shipping thanks K6kKWQ 


Date: Fri, 04 Jul 97 12:35:30 -0400 

From: provero@connix.com 

To: boatanchors@theporch.com 

Subject: FS: Hallicrafters SX-101 Mark 2 

Message-ID: <199707041642 .MAA28035@comet.connix.com> 


SX-101, SN 175209, stamped MARK 2 on chassis. Has original manual for 
SX-101 Mark 1, with several mods penciled on the schematic. 


160-10 meters; non-original calibrator crystal (but works). Sounds very 
nice on SSB, CW, and AM. 


Physical appearance is good (~7) with numerous small scatches on the 
cabinet and around the edges of the front panel. Someone left a 16mm 
film reel on top of the cabinet for many years, so there is a 
discoloration in that spoked pattern on the right top side of the 
cabinet. Has all the original knobs. 


Asking $175 plus shipping, open to offers but there's no room in the 
shack or on the bench for BA trades. Would consider a 32 megabyte DIMM 
module.... 


P.J. "Josh" Rovero home: provero@connix.com 
Meteorologist radio: KK1D 

Oceanographer work: rovero@sonalysts.com 
Curmudgeon-at-Large web: http: //www.connix.com/~provero/ 


Date: Fri, 4 Jul 1997 13:20:06 -0400 (EDT) 
From: leeboo@ct.net (Leon Wiltsey) 

To: BOATANCHORS@SCO.THEPORCH. COM 

Subject: did I get back? 

Message-ID: <199707041720.NAA28862@blue.ct.net> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


>To:ba 

>From: leeboo@ct.net (Leon Wiltsey) 
>Subject: did I get back? 

>Cc: 

>Bcc: 

>X-Attachments: 

> 

>HI Gang 

>mail server missed some mail, 

>not sure if any for me. If u sent me mail 
>and I did not get back pse resend. tnx 73 73 73 
> 

t THANK THE LORD FOR ALL YOU HAVE 


68 yx old semidisabled senior 

(stroke got my balance & hand to eye coordination) 
ham agn as KF4RCL TECK+ (MUCH HAPPINESS) 

BUILD MOST OF MY STATION EQUIP 


SUB.BA & GB-- NO SOLID STATE 


Leon B Wiltsey (Lee) 
4600 Lake Haven BLVD. 
Sebring, Fl. 33872 


SEBRING FL. WHERE THERE IS NO QRM 
FROM ANYTHING LOCAL 


Date: Fri, 04 Jul 1997 11:13:16 -0400 

From: Ed Tanton <n4xy@bellsouth.net> 

To: marty@aa4rm.radio.org 

Cc: Old Tube Radios <boatanchors@sco.theporch.com> 

Subject: Re: 

Message-ID: <3.0.1.32.19970704111316 .00a66100@mail.atl.bellsouth.net> 
Mime-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 


While I do not mean to demean the R-390, there is no comparing an R-390 and 
an RA-17. With its Wadley-Barlow loop, MHz Tuning Dial, and 6 foot KHz 
(35mm Film) dial, it runs rings around the '390. I think the 390A's filters 
are superior, but I'll still take the '17s stability and tuning. What do 
you mean: "the treatment"? Mine was the main offices receiver for Radio 
Free Europe. It had all its tubes replaced, and then was shipped to England 
for a complete rebuild/realighment at RACAL. Wouldn't take anything for it. 


At 07:46 PM 7/3/97 -0400, locale for Marty Reynolds wrote: 

> 

> 

>I have an RA 17 with the treatment & it was used @ the FCC monitoring post 
>in Powder Springs, GA. 

> 

>According to K4UT there was a sig gen with 10 hkz increments that was 
>substituted for the xtal calibrator. The 10T dial was 1khz / turn & 
>was used to closely calibrate incoming sig.s 

> 

>Might be the '390A answer 


MR, ex 'RM 


Ed Tanton N4XY EMAIL: n4xy@bellsouth.net 


189 Pioneer Trail 


Marietta, GA 30068-3466 TEL: (770)579-3933 V/MBX/FAX 

QRP-ARCI #7663. G-ORP #6779  OK-ORP #172 — QRP-L #758 

AdvRC #140 NORCAL #1779 NCDXF SEDXC 
Life Member: ARRL AMSAT INDEXA QCwWA 


INTERESTS: DX  QRP BoatAnchors Test Equipment Photography 
CW: 99.9% QRP: 95-100% (Mood swings!) Mercury Paddle #0214 


"Think you can, think you can't: either way you're right!" Henry Ford 


Date: Fri, 4 Jul 1997 14:47:16 -0500 (CDT) 

From: stevenn@ix.netcom.com (Steve M Fried) 

To: boatanchors@sco.theporch.com 

Subject: Schaumburg, IL local trade 

Message-ID: <199707041947 .0AA25290@dfw-ix9.ix.netcom.com> 


Hi BA Locals: 


I have a Hallicrafters SX-130 in good working condition. 
Don't think it's ever been out of the cabinet. All original 
(marked "Hallicrafters") tubes except one that I replaced. 


Would like to trade for a Vibroplex or McElroy (or other) old 
bug or Hammarlund receiver (working) or ?? 


Prefer local trade. 
Don't forget to put out your flag this weekend! 
73 


Steve K2PTS 
Schaumburg, Illinois 


Date: Fri, 4 Jul 97 15:25:49 -0000 

From: "Joseph W. Pinner" <kc5ijd@net-connect.net> 

To: "Heath List" <HEATH@LISTSERV.TEMPE.GOV> 

Subject: WTD: HG-10 

Message-ID: <199707041917 .0AA22824@dns1.net-connect.net> 


Mime-Version: 1.0 
Content-Type: text/plain; charset="US-ASCII" 


Looking for a HG-10(B) for my HW-17. 
Let me know if you have one you would part with. 
73 


Joseph W Pinner 

Lafayette, LA 

KC5IJD 

EMail: kc5ijd@net-connect.net 


Date: Fri, 04 Jul 1997 15:28:48 -0600 

From: "Herbert M. Rosenthal" <herbrose@lobo.net> 
To: BoatAnchors <boatanchors@theporch.com> 
Subject: Audio transformers and History 
Message-ID: <33BD6BOC.3DF@lobo.net> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


I have one of each of the following; electrical ok, paint scratched, but 
you can read the pinouts OK. It is possible that they came out of 
manufactured equipment, and were not just shelf parts from Triad. 
Perhaps someone could use them in a restoration, or for a substitution: 


Triad HS73 Audio Output 5W 5k ohms@ 40ma pri; 0-4-8-16-250-500 
ohms 
1 5/8" square x 2 1/2"H 


Triad HS25 Interstage 15k ohms pri NO DC/110k pp split sec 
15/8" x 1 3/4" x 2 1/2H 


Let me know if you can use them, please, and we'll talk about a swap or 
a modest remuneration :-). 


Herb Rosenthal W5AN 

PS My original letter about the oil-cooled metal 6L6 sure created quite 
a stir; some of it pretty heady. When I was 17, and did this, I simply 
figured that if motor oil would help cool a car's engine, it would also 
help cool a metal tube..nothing deeper than this. It was to be 2 years 
into an EE degree that I learned about heat transfer, enthalpy, BTUs and 
all that good stuff. 


BTW, did youm know that an inventor named McCoy invented an oiler for 
early machinery. It became industry standard on lots of equipment, and 
worked so much better than his copiers, that people insisted on ..yes, 
you guessed it, "the REAL MC COY." 


This from the current Price Club Bulletin. 


Date: Fri, 4 Jul 97 21:52:41 UT 

From: "Allan Fritsche" <fritsche@msn.com> 

To: boatanchors@theporch.com 

Subject: 10 turn pots for the R390A's 

Message-ID: <UPMAILO3.199707042155150745@msn. com> 


Hey Gang, I do remember about 30 years ago, I got a change modification in 
Korea to install a couple of the 10 turn pots on the BFO. 

It was pretty simple and when I was finished, they went into the 

crypto van for use.... What that use was is anybodys guess? 


Al 
fritsche@msn.com 


Date: Fri, 4 Jul 97 21:49:27 UT 

From: "Allan Fritsche" <fritsche@msn.com> 

To: boatanchors@theporch.com 

Subject: Manual Thiefs 

Message-ID: <UPMAILO3.199707042155140416@msn . com> 


Hey Gang, was going to hold my mouth shut for a while but,.... 


I respect all of the gentlemen on the list who are trying to make a 
living or supplement a retirement selling manuals. 


I guess my concern is ( Not Prices, as I still work for a living) but 
where in the heck did these grand fellow BAer's get the originals to 
begin with that they are making all these copies from. 


And is it legal to reproduce. 


I would think that if I was doing this for a business, I would just keep my 
mouth shut and carry on. 


These guys are providing a great service to the few of us left. 


Al 
fritsche@msn.com 


Date: Fri, 4 Jul 1997 11:57:47 -1000 

From: Jeffrey Herman <jeffreyh@hawaii.edu> 

To: Boatanchors List <boatanchors@sco.theporch.com>, 
Boatanchors II <boatanchors@listserv.tempe.gov> 

Subject: Globe Scout's missing inductor; free book 

Message-ID: <Pine.GS0O.3.95q.970704114721.16083A-100000@uhunix3> 

MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


Hi Gang, 

My $25 Globe Scout is missing the output inductor (manual calls it 
the "L Matching Coil"; it's supposed to connect to the hot side 

of the antenna terminal (an SO-239). The manual gives no value 

for this coil. From the photo, it looks to be about 1" diameter, 
about 3/4" in length and maybe 20T (photo is a little fuzzy). 


If anyone's got a model 65A (the 160-10m model) could you measure 
the actual diameter, length, and number of turns - I'll wind one my- 
self. 


Free Book: 1951 copy of VERSALOG SLIDE RULE INSTRUCTIONS. Hardback, 116p, 
near excellent condition. (You pay postage, okay?) Note: If you've got 

a 160m CW xtal that you'd like to trade for this book I'll give you 
priority. 


73 es zut, 
Jef£ KH2PZ / KH6 


Date: Fri, 4 Jul 1997 15:07:17 -0700 (PDT) 

From: tomrice@netcom.com (Tom R. Rice) 

To: boatanchors@sco.theporch.com (boatanchors list) 
Subject: Off Topic: for Military Aircraft People! 
Message-ID: <199707042207 .PAA15418@netcom16.netcom. com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=US-ASCII 
Content-Transfer-Encoding: 7bit 


Sorry for the off-topic post, but there are some 


"Start off every day with a smile and get it over with." 


military aircraft types on the list who might find 
this of interest: 


I have been carrying around for about 45 years 


a WWII Torpedo Camera, NOS, which I always planned to 


turn into an astro camera. But I've decided to go 
CCD and figger perhaps that it might be of use if 
anyone is restoring a TBF or other torpedo plane. 


The device is: 


Aircraft Torpedo Camera 
Type 1 
or 
Type F-46 


made by the: Russell Vought Division 
Solar Aircraft Company 


The instruction manual bears a date of April, 1944 and 
the drawings within are dated 1942 and 1943. I'm under 


the (perhaps mistaken) impression that these are rare 


items, as I've never ever seen another anywhere. 


Perhaps someone would like to trade a BA of some sort? 


E-mail or telephone inquiries are entertained. 
tomrice@netcom.com vox: 408-897-3157 


73 de WB6BYH 


Tom R. Rice 
tomrice@netcom.com 
CIS: 71160,1122 


Date: Fri, 4 Jul 1997 15:13:21 -0700 (PDT) 
From: tomrice@netcom.com (Tom R. Rice) 


To: 


boatanchors@sco.theporch.com (boatanchors list) 


Subject: weekend activity? 

Message-ID: <199707042213 .PAA19095@netcom16.netcom. com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset=US-ASCII 
Content-Transfer-Encoding: 7bit 


--W.C.Fields 


Not much activity on the list(s), but I'm hoping 
to hear lotsa beeps on or about 7050 over the weekend. 


Out here in CA-land, it's too hot to do anything 

until dusk, so 0400Z + makes sense here! Of course, 

I tried it at dawn a few days ago, but suddenly realized 
that CQ BA means something different out there 72) 
Happy Fourth to all......... 


73 de WB6BYH 


VV VVV VV VV VV VV 


"Start off every day with a smile and get it over with." --W.C.Fields 
Tom R. Rice 

tomrice@netcom.com 

CIS: 71160,1122 


Date: Fri, 4 Jul 1997 12:34:33 -1000 

From: Jeffrey Herman <jeffreyh@hawaii.edu> 

To: Boatanchors List <boatanchors@sco.theporch.com>, 
Boatanchors II <boatanchors@listserv.tempe.gov> 

Subject: 6AG7-Y used as a 6V6? 

Message-ID: <Pine.GS0O.3.95q.970704122922 .16083E-100000@uhunix3> 

MIME-Version: 1.0 

Content-Type: TEXT/PLAIN; charset=US-ASCII 


More scouting within my Globe Scout shows a metal 6AG7-Y sitting 
in the 6V6 socket (xtal oscillator). Is one a replacement for the 
other? 


Jef£ KH2PZ 


Date: Fri, 4 Jul 1997 18:43:29 -0400 

From: Ed Sieb <esieb@gmsiworld.com> 

To: Old Tube Radios <boatanchors@sco.theporch.com> 
Subject: RE: coaxial antenna relays - source 
Message-ID: <Q1BC88AA.2B72E860@dstephen. gmsiworld.com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
Content-Transfer-Encoding: quoted-printable 


Hello Boat-Anchorians, Anchorists, Anchorites, (whatever...) 


Over the last several years, I have been buying every Dow-Key, Advance 
and any other coax/antenna relay come across. By now I probably have = 
at least a dozen of these suckers. I don't think I've paid more than $20 = 
for them, and the typical prices are between $5. and $15. 

Anyway... Stan, definitely try the flea-markets; you'll very likely = 
come across one, or even two.=20 

But, if your really, really stuck trying to find one local to you, I = 
suppose one can be pried loose from my grasp.=20 


73, de Ed VA3ES/VE2BAQ (that's Boat Anchor Quality) 
Ed Sieb, VA3ES - VE2SS - VE2BAQ 

P. 0. Box 8377, Ottawa Terminal 

Ottawa, Ontario, =20 

K1G 3H8 CANADA 

613-738-8924 (H) 

613-599-5161 (W)=09 

esieb@gmsiworld.com 


AMI # 529 - Canadian Division Director =09 
QCWA # 28666 Life Member 
AWA Member 


Net Manager - Canadian Boat Anchor Net (3745 Kcs) 


Date: Fri, 4 Jul 1997 18:50:27 -0400 

From: Ed Sieb <esieb@gmsiworld.com> 

To: "'Old Tube Radios'" <boatanchors@sco.theporch.com> 
Subject: RE: coaxial antenna relays - source, OOps, Pt III... 
Message-ID: <Q1BC88AB.2441ABCO@dstephen. gmsiworld.com> 
MIME-Version: 1.0 

Content-Type: text/plain; charset="us-ascii" 
Content-Transfer-Encoding: 7bit 


Ooops.... I suppose I _should_ wear my extry strong seein' glasses.... 
My last posting about coax relays... I meant to direct my advice to Steve, K2PTS, 
not Stan, W7NI. 


I'm tired, it's late, I'm going home to play with radios... ;%) 


Ed 


Date: Fri, 04 Jul 1997 20:05:29 -0400 

From: sbrovas <sbrovas@tir.com> 

To: Multiple recipients of list <boatanchors@sco.theporch.com> 
Subject: FS: Drake AC-3, AC-4,RV-4,MS-4 

Message-ID: <33BD8FC9.33B1@tir.com> 

MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Hi All, 

I have the following for sale: 
Drake AC-3 Power Supply $72 
Drake AC-4 Power Supply $97 
Drake RV-4 remote spkr/vfo $97 
Drake MS-4 speaker $52 


All prices include shipping by UPS or mail lower 48. 


73's de Bill, WA1APX/8 


Date: Fri, 04 Jul 1997 20:10:40 -0400 

From: sbrovas <sbrovas@tir.com> 

To: Multiple recipients of list <boatanchors@sco.theporch.com> 
Subject: FS:Drake TR-4, AC-4,MS-4 

Message-ID: <33BD9100.70D0@tir.com> 

MIME-Version: 1.0 

Content-Type: text/plain; charset=us-ascii 
Content-Transfer-Encoding: 7bit 


Hi All, 
I have a VGC+ Drake TR-4 with full 10 meter coverage, AC-4 supply, 
MS-4 speaker and Manual. Price is $307 shipped lower 48. 


Also have a VGC+ MN-2000 for $210 shipped. Full 2KW 80-10 meter HF 
tuner built like a battleship. (Nice paint, but unit has small dent on 


lower rear portion of cabinet/ not visible from front and wrong band 
switch knob, faceplate and cabinet paint excellent). 


73's de Bill, WA1APX/8 


End of BOATANCHORS Digest 1540 
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